MAIN ENTRANCE 



CHURCH of the HOLY GHOST, 19th and California, Denver, Colo. 













































Main Entrance to 

The Church of the Holy Ghost 

19th and CALIFORNIA 
Denver's downtown Catholic Church. The 
Church of daily Exposition of the Blessed 
Sacrament. Completed in 1943 thru the gener¬ 
osity of Miss Helen Bonfils in memory of her 
parents, Mr. and Mrs. F. G. Bonfils. 
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